Dr. C. B. Hoelzel 

Dr. N. B. Rainer August 21, 1972 

G. E. Inskeep 

CROSS-LINKED VEGETABLE OIL FILTER MATERIAL - PM 605 


We are sending you a rough draft of the above named 
disclosure for your comments. 
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GEI:d G. E. Inskeep 

CC: Dr. T. Osdene 
Mr. F. Resnik 
Dr. P. Eichorn 


Source: https://www.industrydocuments.ucsf.edu/docs/skcjOOOO 
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